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请 使 用 PSpice 或 与 您 电脑 相 容 之 电路 模 所 软体 进行 作答 。 

每 题 均 需 附 上 在 PSpice 里 建构 的 电路 图 ， 请 截图 附 上 。 未 附 图 者 ， 该 大 题 将 志 酌 给 分 。 
请 将 模 扎 出 来 的 答案 或 曲线 图 截图 附 上 ， 状 请 回答 相关 问题 。 

作答 时 ， 请 务必 标示 清楚 题 号 。 如 有 标示 不 清 ， 以 致 影 包 评分， 后 果 请 自行 负责 。 


Q1. (16 %) 


Please determine the values of Raz, 11,and Vap marked in Figs. (a)-(c). 


30 KQ 


4 KQ 50 KQ 


(b) (c) 


Q2. (24%) 
1. Connect the given circuits shown in (d) with C = 0.1 uF, R = 1 kQ, and the input voltage function 
is 2 sin (27*1000 t). Please plot the input and output waveforms in Y-t and X-Y mode. 
2. Connect the given circuits shown in (e) with L = 10 mH, R= 1 kQ, and the input voltage function 


is 2 sin (227*50000 t). Please plot the input and output waveforms in Y-t and X-Y mode. 
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Q3. (60%) 
Two circuits are shown as below, and the output is connected to the inductances. Please answer the 


following questions. The sine-wave voltage function is applied to the following circuits. 
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1. (1) Please plot the magnitude Bode diagram of (f). 
(2) Is (f) a high-pass / low-pass / band-pass / notch / no-pass / all-pass filter? 
(3) Please indicate the value of the 3-dB frequency. 


(4) Please indicate the value of the central frequency. 


2. (1) Please plot the magnitude Bode diagram of (g). 
(2) Is (g) a high-pass / low-pass / band-pass / notch / no-pass / all-pass filter? 
(3) Please indicate the value of the 3-dB frequency. 
(4) Please indicate the value of the central frequency. 


(5) Do the circuits shown in (f) and (g) have the same central frequency? Why? 


